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Guardians of the Shrine, Ancient and Modern. One 
of the most sacred temples in’Mysore is at Manjangud. 
This temple 385 feet long by 160 feet broad is 
supported by 147 columns. Two ancient effigies are 
seen in the picture in juxtaposition with a modern 
and living official of the Shrine. 
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